Magnavox 


MODEL NUMBER/FINISH 


SERIAL NUMBER 


INSPECTION CARD 


THIS MAGNAVOX PRODUCT WAS CAREFULLY INSPECTED AND TESTED 
BEFORE ITS ACCEPTANCE FOR PACKING AND SHIPPING. 


DEALERS SENDING US REPORTS ON THE CONDITION OF THIS PRODUCT 
WHEN IT WAS UNPACKED, ARE JUKED TO PLEASE INDICATE THE DATE 
IT WAS UNPACKED. IN THE SPACE BELOW, WRITE YOUR COMPANY 
NAME AND ADDRESS PLUS A BRIEF REPORT OF YOUR FINDINGS ON 
THE REVERSE SIDE OF THIS CARD AND MAIL IT TO¬ 


TH E MAGNAVOX COr^ERVICE DEPT., FORT WAYNE, IND. 46804 
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FINAL ELECTRICAL 


FINAL MECHANICAL 



DATE UNPACKED BY DEALER 


FINAL 


























